MAJOR PM ENVTRONMEHTAI, PROJECTS 


Current and Upcoming 

Park 500 Wastewater Plant upgrade for increased capacity and 
phosphorous removal. 

Upgrade of air pollution control equipment and replacement of 
printing press at Colonial Heights Packaging. 

Installation of scrubbers at MC and Stockton Street to reduce the 
emission of volatile organic compounds (VOC). 

Removal of oil tanks and contaminated soil at Stockton street. 

Removal of oil contaminated soil (and tank) at Louisville. 

Stack testing at all facilities to determine the emissions of VOC 
and toxic substances. 

Wastewater testing at Richmond facilities to characterize 
production discharges. 

Solid waste inventory and waste minimization initiative. 

Waste oil collection for boiler fuel. 

Underground tank upgrade for Colonial Heights Packaging. 

DuPont's contamination of groundwater in vicinity of Operations 
Center. 

Spectron Superfund site. 

Smith's Farm Superfund site. 

Trade secret project for Material Safety Data Sheets and 
governmental reporting. 

Development of mainframe Environmental Release and Chemical 
Inventory System. 
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